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K-515-LORETTA  CHAPEL, 
SANTA  FE,  NEW  MEXICO 

This  Chapel  of  Our  Lady  of  Light,  Loretto 
Academy,  is  located  south  of  La  Fonda  on 
College  Street. 

Inside  the  Chapel  is  the  famous  Spiral  Stair- 
case, extending  from  balcony  to  floor,  completely 
without  support,  not  even  a  central  pole  and 
taking  up  very  little  floor  space.  It  is  a  work 
of  art  and  you  may  well  call  it  a  miraculous 
stairway. 
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